
fEoton of Arlington 
©fftte of tfje /Purcfmsifng !3gent 

Domenic Lanzilotti 730 Massachusetts Avenue 

Purchasing Agent Arlington MA 02476-4908 

Phone (781) 316-3003 

Website: www.ariingtonma.gov/purchasing 


DATE: 

May 24, 2018 

TO: 

All Prospective Bidders 

BID NO.: 

#18-25 

SUBJECT: 

Window Screen Replacement/Hardy School 


ADDENDUM No. 1 

To Whom It May Concern: 

This Addendum forms a part of the Invitation for Bid (IFB) and supplements the IFB dated May 15, 2018. 
Please acknowledge receipt of this addendum in the cover letter accompanying your bid. 

Addendum No. 1 consists of 1 page. 

With reference to the bid request relative to the above subject, please note the following: 

Project Completion Date -p.4: 

The work completion date as stated in the Invitation to Bid has been extended from August 17, 
2018 to August 31, 2018. The Invitation for Bid now hereby reads as follows: 

“All work to be performed starting June 27, 2018 and completed not later than August 31, 


All other terms, conditions and specifications remain unchanged. 


Very truly yours, 


Domenic R. Lanzillotti 
Purchasing Officer 


